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1 Machine base frame 


At the time of writing, suitable as a base for the saws SP11V, SP13V, SQV13 from Optimum, 


MBS105 and MBS125 from Metallkraft. 


INFORMATION 


The required mounting holes for the respective machine must be made by the user. 
Different bore distances of different machines are not fitted ex works. The connecting 


rail pos. 3 is for saws with 3 fixing holes. 


1.1 Technical data 


Dead weight 


9.2 kg 


Maximum load including machine + workpiece 


100 kg 


Dimension of the frame L x W x H [mm] 


475 x 505 x 770 


1.2 Usage 
CAUTION! 


frame. Do not use the frame if components are bent or damaged. 


Damaged or bent components considerably reduce the maximum possible load of the AN 


1.3 Disposal 


The frame is made exclusively of metal and can be returned to the material cycle. 
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MUG1 - Bauteile - Components 
Menge Grösse 
Pos. Bezeichnung Description 
Qty. Size 

1 Halterung für gebogenes Rohr Bent pipe support 2 MS07010 

2 Kunststoffunterlage Plastic pad 4 MS07270-SL 

3 Verbindungsplatte 1 Connecting plate 1 1 MS07050-1.5 

4 Verbindungsplatte 2 Connecting plate 2 1 MS07060-1.5 

5 Verbindungsplatte 3 Connecting plate 3 1 MS07070-1.5 

6 Verbindungsplatte 4 Connecting plate 4 2 MS07040-3-1 

7 Verbindungsplatte 5 Connecting plate 5 2 MS07040-3-2 
= 8 Unterlegscheibe Flat washer 28 08 
9 Verzinkte Innensechskantschraube Galvanized hexagon socket screw 14 M8x20 
5 10 Verzinkte Innensechskantschraube Galvanized hexagon socket screw 4 M8x45 
5 11 Verzinkte Innensechskantschraube Galvanized hexagon socket screw 4 M8x80 
= 12 Sicherungsmutter | Hexagonlocknut | 6 T M | 
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Optimum Maschinen Germany GmbH 
Dr.-Robert-Pfleger-Str. 26 


D-96103 Hallstadt, Germany 


+49 (0) 951 - 96 555 - 800 
email: info@optimum-maschinen.de 
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